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ON TO PHILADELPHIA. 


You'll be there among the live ones, 
You'll be there in Philadelph, 

You'll be there with all the big guns, 
And you'll make a noise yourself. 


For the way to keep things movin’ 
[In the land that we inherit, 
[s to do a heap of shovin’ 


In a get-together spirit 


Now and then you have some notions, 
Go and tell ’em to your brothers, 

Put ’em in the form of motions 
For discussion with the others. 


And the thoughts that have been lurkin’ 
In your mind for twenty summers, 
Get ’em off and put ‘em workin’ 
For the good of other plumbers; 


Not forgettin’ they’re the roosters 
That have got some notions, too 

[f you line up with the boosters, 
Why, they'll do the same for you. 


So of course among the live ones 
That will trek to Philadelph, 

You'll be counted with the big guns 
And you'll make a noise yourself! 


THE THIRTY-FIRST ANNUAL CONVEN- 
TION OF THE NATIONAL ASSOCIA- 
TION OF MASTER PLUMBERS TO 
BE AN EXCEEDINGLY IMPOR- 
TANT EVENT. 

N the seventeenth ot June will convene, at 

the Bellevue-Stratford Hotel, Philadelphia, 

what bids tair to be the most important 
gathering of master plumbers in the history of the 
National Association. 

The accessibility of the convention city, as well as 
Its attractiveness, will tend to draw master plumb 
ers trom the entire country. The fact that it has 
been several years since a national meeting was held 
in the east, will also insure more than the usual in 
terest. 

There are many important matters to be consid 
ered at the coming convention. Some of the poli 
cles that have carried the association forward so 
successtully in years past will be again brought up 
tor approval or revision. ‘The question of whether 
the master plumber is to expand as a merchant or 
remain a contractor, will have a new interest 

That the entire membership are looking torward 
to this convention with more than a passing interest 
is evident. ‘There 1s but one way, however, to be 
assured that the proper action 1s taken on all meas 
ures, and that 1s by a large attendance of the mem 
bers as well as delegates. 

l.et this thought sink into the mind of every as 
sociation member: You are an integral part of the 
association. As such, your duty to yourself and 
your associates requires that you know what ts go 
ing on at the coming convention, 

Will you be there? 

And while you are making preparations for yout 
own attendance, 1t may not be entirely out of the 
way to suggest that you also arrange to take your 
wite along. There will be many social features at 
the convention which she will enjoy. Arrange 
ment and entertainment committees are getting 
everything in readiness for an enjoyable time for 
the ladies, and there 1s no reason why your wife 
should not partake in the festivities being arranged 
for the master plumbers’ wives from all parts of the 
country. 








Heating and Ventilating Apartment House 


The Heating and Ventilating Systems in One of the Most Exclusive 


Apartment Buildings in New York City [lustrated and Described 


the branches grading to the riser tees. 


Hi apartment building at 99x Fifth Avenue. New vrees downward, 

York City, 1s the most exclusive apartment hous The steam and return riser heels are extended down 

of its kind recently erected in) New York City 10 inches below the tees to form a dirt pocket, the bot- 
“The exterior 18 ot liane stone and makes i verv mnpSsmne tom of these riser heels being capped. 


appearance Branch lateral connections from the return riser tees 
are one size larger than the bottom of the risers and 


The heating system 1s laid out to provide for the com 


plete heating of the building by direct-indirect radiation, vrade down to the return main. 
which is installed on the two-pipe up-feed system, and the \t various points in the steam main and where re- 
wsine exhaust and suppl mented live steam ly means oOo} ductions in pipe sizes occur and at the foot of each steam 


the Webster Vacuum System rising line, auxiliary reliet drip pipes are provided. The 
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/TOUS®@ ! Detail Showing Dimensions for Installing Grilles for One Column 
Tank. ' 25-Inch High Radiator Recessed under Window Sill 
' in Conservatory. 
| 
, drips trom all the supply risers are run % in. to the 
’ , ° . ° - 
, main 1% in. drip main line, which runs through a 10 ft. 
i seal to the feed water heater. The connections from the 
, main supply are taken off with 45 degree fittings down- 
4 ~~ ward and connected to the heels of supply risers. The 
drips are not shown on the basement plan. 
_ = Connections between the basement and first floor rad1- 
Tank Drip Pan J ating surfaces and supply and return mains are valved. 
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Sovth Elevation (i 11! Lj} _ 
Details of East Kitchen Exhaust Fan Room. Detail Showing Dimensions for Installing Grilles for 20-inch High 
Radistors Recessed in Wal! in Dining Room, Living 
' Room and Billiard Room, 
lhere Is also provided a positive Sj stem ol ventilation 
lf the latter connections to the first floor heating sur 


(supply and exhaust) for the boiler and general machin 
the sub-basement. and a tan system ot ex- faces are taken from the connections between the sub 


ery room in 
kitchen range hoods. \n ex- basement mains 


haust ventilation for all and risers, then all of these individual 


haust system is also installed for ventilating the laundries connections are separately valved. 
on the basement ftloor and from the two incimerator The expansion of the risers and returns is taken car 
tlues, having outlets at all floors and terminating at the of by means of screwed iron body expansion joints wit! 
roof level into two independent exhaust fans brass sleeves. Access to the expansion joints is pro 
The general system of the various heating mains and vided by means of an opening to the riser chases. 
the The radiators installed in the master’s quarters are © 


pipes and the manner of running them is shown on 


steam supply main is run high and the direct-indirect flue type cast tron sectional units. 


basement plan. The 
grade or pitch. The branches to the risers are By to the plans it will be seen that the radi 
degrees down- ators in 
ATe provided 


reference 
the master’s quarters are recessed. All of the 
with “Webster” modulated steam valve: 


without 
taken from tees turned over on forty-five 


ward. the branches grading to the riser tees. 
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Plan, Elevation and Detail of Laundry Exhaust Fan Room. 
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Sub-Cellar Plan of Live Low Pressure Steam and Return Lines. 
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in the Apartment Building at 998 Fifth Avenue, New York City. 
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Cellar Plan Showing Heating 














and Ventilating Systems in the 
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New Apartment Building at 998 Fifth Avenue, New York City. 
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[hese radiators are of the hot water type, shielded and kitchen range hoods located in each apartment. The 
ited in galvanized iron boxes fans are operated by direct attached motors of the Sprague 
[he recessed radiators have supply connections at the Electric Works 

ide near the bottom and return connections at the op- The exhaust duct system in the cellar and sub-cellat 

posite side near the bottom The steam valves for thece 

radiators have extended stems, passing through cast brass 

escutcheons and encircling collars 
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Detail Showing Dimensions for Installing Grilles for 23-Inch Detail Showing Dimensions for Installing Grilles for 23-Inch High 


Radiators Recessed under Window Sills in See Radiators Recessed in Wall in Salon, 9th Floor. 
Rooms, 9th Floor. 


lhe recessed radiator enclosures are provided with is run high and as close to the ceilings as conditions will 


solid bronze plain lattice grilles permit 
The down branch or drop duct connections from the 


Ventilating Equipment. supply duct system in the sub-cellar are carried well 










































fhe ventilating equipment in the building consists of a down to within 6 feet of the tloor. These drop connec- 
suoply and exhaust fan for the ventilating of the boiler tions are made adjustable, so as to deflect the air as 
and engine rooms and also exhaust tans on the roof for may he required. The joints ATC of the round swivel type. 
the ventilation of the cellar laundries and the various The supply and exhaust fans supplying the boiler and 
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Detail Showing Position of Register Faces, Valves, Etc., for Recessed Radiators under Windows. 
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engine rooms are alike, consisting of a single inlet. run trames the panels have mortised jomnts and are mad 
ner wheel 38 inches in diameter. The fan has a speed of dry white pine fhe trames are 2 inches by inch 
of 216 revolutions per minute and 1s direct connected t thick 
a 5 horse power motor! (Over cach tram is stretched ralvanized Wil lot 
The exhaust fan for the basement laundry has a_ 3 having 34 inch mesh, made of No. 16 wire The top ar 
inch diameter wheel, and is capable of exhausting 10,000 bottom of each trame are titted with a row pins 
cubic feet of air per minute at 340 revolutions per min inches apart, on which squares of cheese cloth are hung 
Ite It is direct-connected to a 5 horse power motor The trames ot wire cloth are titted so as to rest against 
The exhaust tan for the west kitchen has a 24 inch and into the iron tram ir openings 
diameter wheel, and is capable of exhausting 4,500 cubs this filtering screen consists of 22 individual frame 
feet of air per minute at SOO re volutions per minute lt e panels tor each trame each tram erme ; teet 6 
is connected with a 2 horse power motot inches wide by & feet hich 
The exhaust fan for the east kitchen has an 18 inch di (On the Sist Street side ot thre tulding, a Dper alt 
ameter wheel and is capable of exhausting 2,200 cub inlet hood is provided trom which 1s run a ilvanized 
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Detail Showing Position of Register Faces, Valves, Etc., for Radiators Recessed between Windows 
feet of air per minute at 650 revolutions per minute I duct connection to the inlet of the ib-cellar supply tas 
Is connected with a 2 horse power motor \ fine mesh copper screen is provided in the mat ntal 
\ll of the fans are “Sirocco” type, made by the Amer and at the bottom of the hood 
AN Blower Co, ‘| he Foul AIT dis« harge Prom thie hoitler and engine ro 
The tan base angle frames are mounted on a coping exhaust system, as well as. the uction to the laundr 
of seasoned oak, 4 inches by 6 inches, with chamfered exhaust fan, are run in a pipe shaft alone the westerly 
edges, set on 1 inch thick cork board. The coping 1s wall. These ducts are 32 inches by 32 inches and 36 inch 
firmly tied to the masonry work for the sub-cellar fans by 36 inches respectively \t the cetline of the 12th floor 
and to a 41nch [| beam frame for the roof fans. by anchor the duct from the boiler and engine room exhaust sy 
bolts tem is transformed to a Pancoast ventilator The othe 
The air intake opening in the sub-cellar is provided ducts run to the intake of the fan 
with a “zig-zae” filter screen, approximately 8 feet high The galvanized iron duct work 1s made of No. 20 iro 
The framework of this screen consists of vertical and and is rigidly held in place at every floor level by being 
cross pieces for holding separate panels which are made secured to the steel structure of the building 


of No. 20 gauge galvanized tron and hold wooden panel The discharge pipes from the outlets of the west kitchen 
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Mav 5 and 6. 191 \nnual convention of the Alabama 


“Tate Assoc mation ()] Mastet Plumbers. at Mobile. Ala. 


lhe officers of the association are (Christopher Bailey, 
Montgomery, president: Hamilton Hines, Birmingham, 

e-president; J. A. Murray, Montgomery, treasurer; J 
L.. Cahalin, 11 N. Lawren street, Montgomery, secre 
tas 

Mav 14, 1913 \nnua nmvention of the Connecticut 
\laster Plumbers \sso it I it Hart r¢ \ ny The 
thcer the association are Presider Booth, 
Bridgeport; vice-president A. J. McManus, Hartford: sec- 
retar R. T. Rock, 102 South Avenue, Bridgeport 

May 16 and 17, 191 \nnual covention of the Wash 
ington Master Plumber \ssociat na I ere! Wasl 
The officers of t hie iss tio? ire re aden lames 
(srigges lacoma e-president { \ Hlealy everett 
reasurer, Ed \ Lambert, Spok. ne ecretary, G \ 
Weber, 1539 South C. Street, Tacoma 

\lay , i] nnual nvention oO! ne Ni ida Vlas 
ter | Imbers \ss lat T it Reno, Ni he otthecers of 
the ass on are Presider Hat Kelly, Reno; vice 
president, I. W. ¢ k, Ret ecretary, B. M. Lewis, P 
C). Pe OH Ret 

May 20, 21 and 22, 1913.—Annual meeting of the Amert- 


can Society of Inspectors of Plumbing and Sanitary Engi- 
neers at Louisville, Ky. The officers of the society are 
President, Thomas J. Claffy, City Hall, Chicago; vice 
presidents, Dr. H. K. Beatty, Pittsburgh, Pa.; W. J. Yaex- 
ley, Dayton, O., Charles M. McHugh, Cedar Rapids, Ia., 
R. H. Ellithorpe, Fresno, Cal., Jas. E. McGrath, Louts- 
ville, Ky.; secretary and treasurer, L. J. Lawler, Pitts- 
burgh, Pa 

May 27, 28 and 29, 1913.—The fifth annual convention 
of the National District 


apolis, Ind. The officers of the association are 


Heating Association, at Indian- 
Presi- 
dent, R. D. DeWolf, Rochester, N. Y.; first vice-presi- 


dent, J. F. Lewis, Detroit, Mich.; second vice-president, 








J. L. Hecht, Chicago; third vice-president, E. Darrow, 
indianapolis, Ind.; secretary-treasurer, D. L. Gaskill, 
Greenville, O. 

June 2, 3 and 4, 1913.—The 
\ssociation of Master Plumbers of Calitornia, 


tweltth annual convention oft 
ie Stare 
at Santa Barbara, Calif. The headquarters of the conven- 


tion will be at Hotel Potter ‘| he oft cers of the associa- 


tion are President, Edward W. Crowell, Los Angeles 
vice-president, John Cahill, Sacramento; treasurer, Fred- 
erick A. Wilson, San Francisco; secretary, John L. E. 
lirmin, 120 Page St., San [Irancisco; assistant secretary, 
Vincent W. Guercio, Los Angele; 


June 5, 6 and 7, 1913.—Annual convention of the Col- 
orado State Association of Master Plumbers, at Colorado 
Sprit.gs, with headquarters at the Antlers hotel. The 
meetings will be held in the chamber of commerce audi- 
The officers of the association are: N. W. Haas, 
president; J. C. St. John, Colorado 
Springs, vice-president; Peter Menzies, Denver, sec’y. 

June 23, 24 and 25, 1913—Annual meeting of the Na- 
tional Association of Master Steam and Hot Water Fit- 
ters, at Niagara Falls, N. Y. The secretary of the asso- 
ciation is Henry B. Gombers, 260 West Broadway, New 
York City 

June 17, 18 and 19, 1913.—Thirty-first annual convention 
of the National Association of Master Plumbers, at Phi‘adel- 
phia, with headquarters at the Bellevue-Stratford Hotel. The 
officers of the association are: President, Frank J. Fee, 415 
West 14th Street, New York City; vice-president, Chris 
Irving, 1525 Larimer Street, Denver, Colo.; secretary, Charles 
F. Murphy, 15 Old Broadway, New York City; 
Wm. McCoach, 1607 Sansom Street, Philadelphia. 


torium. 
olorado Springs, 


treasurer, 


ON THE BANKS OF THE MISSOURI. 


Two of the “live ones” of Kansas City on the Missourt 
e, are privileged to begin their signatures with the let 


ter “S.” While that really stands for “show me,” they 


SivEweicnt & emits 


PLUMBING MEATING 


ae 





Sivewright & Smith's Plumbing Establishment in Kansas 
City, Mo. 


an show you an up-to-date and business-like 
establishment it youll only drop in 

At 2408 East 12th Street is the business piace eterred 
to, which, as our picture shows, is that of Sivewright and 
Smith But the picture cannot do justice to the genial 
smile that 1s always on the face of Mr. Sivewright, and 
which has been worth money to the tirm. Better known, 
perhaps, to the trade, 1s Mr. Smith, who, as secretary of 


the Missouri State Association, has been betore them for 


Some Vea’rs 
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Questions ~ 
YS 





$3 Some say that the pipes could be raised two teet in the old 


ee 
se | 








rk J, aig 
building, but that would practically mean that the joist 
would have to be cut to aliow them to be raised high enoug! 


\nd now the, are proposing to Tals¢ the coils in the lowet 




















‘eens — rooms of the old building either to the ceiling or to a height 
ani nswe sufficient to return the wate | wonder it thi vould be 
: practicable and it it would not e quite expe! Stale 
+ +  — + : 
the chang’ ~ tI ~ ( Tis 1] * t ~ I ae 
SCT] wWsh\ 
DIFFICULTY IN CONNECTING OLD HEATING , la dit 
VOuId ike have u aray t ( 
PLANT WITH A NEW SYSTEM. Rrigiled gating sa i 
it? L¢ a" hee | i < til ru 4 bt Pad 
; McIntosh, Minn J. A 
Editor “Domestic Engineering’ :—We have a kind of a 
puzzling problem here and we would like to get some advice We beleve that the proper solution ot this lem would 
on what would be the best thing to do. he to continue to use the boiler at low pressure nstalled 
We have an old school house with a heating system in and to re-pipe the old build | the © | | \Eil 
stalled. We built a new school with a heating system that system 
has a large boiler big enough to heat the two buildings. But Subscriber does not sav whether the 
in making the connection we tind that the main pipe trom each other, but we infer from his letter that the 
777) 
- == = —=— SSS /) 
f ~ sees = —— *3t ——— - “= 4 / A 
| | AAA 
| | ) , 
ys ~y , | | y P 
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Fig. 1 
the new boiler will be about two feet higher than the main We submit a sketch (fig. 1 
pipe of the old plant. This would bring the pipes in the old stalling the piping, and ma C1 
building lower than the water level in the new boiler in the conditions—simply t rw ft | 
new building. \ supply main stitable oa 17e 10) 
Now what would be the best way ot making the connec should be taken into the old building at a 
tion? Some sav that it would be better to put a valve in the water line as possible, pitching t 
the return pipe and carry pressure in the boiler to force the condensation in it will drip bac! t] é 
water back, and others think that the carrying of pressure in \fter entering the old building the m t 
the boiler all of the time would be an expensive proposition ceiling of the upper floor of the buildin , 
Do you think that this system would work out all right? there is room). The top of thi 
What objection would there be to carrying pressure and how the system in the old building and trom 1 ! 
much would it be necessary to carry? pitches down, making a circuit of tl wii 
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radiators or coils trom drop risers which terminate operation, as the steam, water and air travel in the same 
it a wet return in the basement direction 
‘ranches are not shown on our sketch. The branches We do not like the idea of using ceiling coils for the 
h connect the overhead main with the drop supply lines rooms on the tirst floor, as they are not only unsightly but 
hou e taken trom the bottom of the main and connect are not as efficient tor warming as they are when placed 
with the riser Vv swing jotmnts to allow tor expansion along side walls near the floor line. A steam main running 
hig. 2 shows a line of radiators connected in this manner. around a room under the ceiling, or crossing it, is not un- 
We believe that a pressure job so arranged as to lift the sightly if properly installed 
ndensation out of the trapped return (which would bi 
ecessary with sucl system) would prove to be a norsy r 
a | iad prove =o WANTS TO KNOW HOW TO REMOVE STAINS. 
| unsatisfactor \ tem of this kind might be in 
-, Editor “Domestic Engineering:’—Can you tell me. 
VAS) through your “Questions and Answers” column, how to 
VY A remove stains trom a marble top lavatorv?: GG, M 
ad sa” + . ] 
¥ - yh? ; , v 4 
=4 rn | \nswerme G. M., if these are grease stains, they may 
4j \ I 4 : “— , satin - , 
r Laas j be removed by mixing together in boiling water 1% parts 
> so + yy } . ’ . . 
y sott soap, 3 parts fuller’s earth and 1% parts potash: 
yy ' 
V f cover the grease spots with this mixture and allow it to 
, J) - } 
v ‘ remain several hours \ mixture of common clay and 
A 
' HV A benzine applied to the marble will also do the trick 
j Y 4 A 
4) { / A 
\y r A 
/ ~ “~ 
|» ae VY e WHAT CAUSED THIS EXPLOSION? 
| | LZ 
Vv A 
| =e 4 4} \What caused the explosion of this vertical steam boil 
_ a e. \ if A = 1 — 1 ~ oe rye : ” —_ - ™ 
as o AST 4) er: 2cerG 2 Maryland Subscriper.r. The subject is one 1Nn 
' —= Aces which many heating men will be interested. We would 
= ~ - ~~ - - oo ++ A . 
; y - ‘ 
rireg Torer VY / be pleased to hear from those who can advance any 
4 j theories on the subject Jur subscriber writes as fol 
U 4 lows “Some time ago there was an explosion in a cellar 
HG )] in this city in which a vertical sectional steam boiler was 
oo 2 oF wo ; 
V/ é disrupted, the base of the boiler was blown apart, the 
7 OS a , 2 
V Yi erate bars broken, the lower part and rear wall of the 
VSS //\ . | | 4 } , . k 
Vi YAsAYA rear section and the legs oft the next section broken 
VSLLA away, the two front sections still bolted together were 
SS / / 4 : ’ . . 
1 Dao? M4 intact, laving about three feet away and to one side, the 
5 “y (AS // A , ry. ° 
| ® SI HKHYy smoke hood was all torn to pieces this also applies 
“e SSS MBA : , o rr}: 
=@ SI HHA4 to the fire, tlue, clinker and ash pit doors and frames. The 
- -_ ¥_ a ry - -- J Ly j p / A | 1 | 7 
. 04 y=, J y ash tnat Vas 1n the ach Tit and the CoOais we>re blown tO 
ait 4 i om { i A i 
a - i J | 1 | - ] : < 
a -” 5= 3h " the coal bin. about 35 to 40 teet to the front of the cellar 
- at j ° 
: ? tts In addition, there was a large volume of dense _ black 
yy 7-9 , a oa | a> | # fj , . . 
Pad ‘ 4 j smoke w=sSuINGE trom thi Ct llar, irst, second and third floo1 
4 J Y A i" ) | \ ] t | . , | ' ] | t] T ‘3 “al . ‘ id fr I t 
4 . . fo J A W 1tie OWS ALI] Lilie jolts = Anyi POoTine ADOV' at 1) ron! 
C44 J /) of the boiler were afire, two or three minutes after the 
V/A A // 
VY, f/f explosion. llave any of yout! readers ever had a cast 1ron 
hhh, hoiler explode? Round or vertical? The apparent cause 
y A A . . 
| A What damage done to the building Set hre to the 
A : . 
y A / building atter the explosion? 
$ /) 
L /) Faribault, Minn.—Lynch Bros. have secured the contract 
¥ , y / 5 . ‘4 ‘ ° 
¥iS4L/) for the installation of an up-to-date plumbing system 1n the 
Fig. 2. Brunswick Hotel in this city. 

Grand Rapids, Mich.—The Sproul & MecGurrin Co. has 
talled and atter experimenting be made to work satista secured the contract for the plumbing and heating in 
torily We should have to know more regarding the con \Irs. FE. Fahrenga’s residence at 211 Jefferson Avenue 
ditions t the work betore advising as to the amount oft ( olorado Springs, Colo The St. John Plumbing Co 
pressure required has secured the contract for the installation of an up-to 

\ nr ‘ } 1_] q yaa l,- lar ; - Vs ; ] ’ ] le | } gy liam! GC t TY? +17) th Mivr ] _ g tf } I] : this 
pressure hoo Would require naraey4% ring ot the Howue}l date piumbding system in the wiyron . tratton Ome in till 
in order to maintain the pressure required, and the active city. 
hre necessary and taster consumption of fuel would cer Philadelphia, Paw—Wm. S. Kirk & Co., 1519 Catherine 
tainly largely increase the cost of maintenance It is not street, has been awarded contract to make extensive al- 
necessary that the supply pipe to the old building should be terations in the apartment house at the corner of 40th 
taken through the cellar wall. It may rise in the new build and Westminster Avenue. 
ing to the necessary height and then cross over to the old Rochester, N. Yx—The Rk Ford Co., of this city 
building. In fact, the connection may be made at any point was the lowest bidder for the plumbing, heating and 
well above the water line ventilating of the new Masten Park High School, to be 
If conditions are such that an overhead svstem can be erected in Buffalo. Its bid for the plumbing amounted 
installed it will be found to be economical and noiseless in to $33,000, and for heating and ventilating, $83,000 
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News of Interest erm = eS 
Among the Wholesalers ¥e<< gas Tht, 
and Manufacturers : 
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LOSS NOT LARGE, AND COVERED BY IN- Mr. Moon years ago was with the Hall Sate Co., at Ham 
SURANCE. ilton, Ohio, when the idea of getting into the plumbing 

seamen eame occurred to him HHe became associated with the 

The Imperial Co., of Grove City, Pa., was recently Louisville house of Ahrens-& (Ott, as assistant purchasing 
visited by a tire which damaged its offices to the extent agent. The indoor work did not agree with him, how 
of $500 or thereabout. The loss was covered by in ever, and he asked for a position on the road. With some 
surance, misgivings this was arranged, though predictions ot his 


failure were freely made bv his associates, his knowledge 
THOMAS SAVILL’S SONS IN NEW LOCATION. ot the eoods being limited ak Mav not 


have surprised 
himself, but the fact that he developed into a crack 


Thomas Savill’s Sons, jobbers in plumbing supplies at jack was plainly verified by the sales records 
Philadelphia, have moved from the northwest corner of When Geo. H. Laib left Ahrens & Ott, about a dozen 
eleventh and Wood Streets to 1310, 1312, and 1314 Wal years ago, Mr. Moon was called in trom the road 


lace Street, where they have secured better facilities for 
their business 


WILL MANUFACTURE PUMPS AND PUMP 
VALVES. 








The Western Reserve Pump and Valve Co., of Cleve 
land, O., has been incorporated with a capital of $20,000, 
to manufacture pumps and pump valves. The incorpor 
ators are [rederick W. O’Donnell, James F. Smith, 
Charles W. Carlson, Vernon C. Walker and James FE 
Householder. 


REMOVAL OF CHICAGO OFFICE. 


The Acme Asbestos Covering & Supply Co., whose 





plant and warehouse has been at 1840 Austin Avenue. 











Chicago, has moved to a location nearer the business 
center and 1s now to be found at the northeast corner 
of Ada and Kinzie Streets, where about 40,000 square 


feet of floor space is in use. 





INCREASES CAPITAL STOCK AND OPENS NEW 
BRANCH OFFICE. 


\ +e ts hae he ‘ 
o.} ret if 
4 ai 1 
Ih f NEW Glee Aan? - 


whi 


_| R MERE IL- 





The rapidly increasing demand for its heaters has made 
it necessary for the Hoffman Heater Co. to increase its 
capital stock to $75,000. The company is making exten- 
sive improvements and additions to its present modern 


plant at 1200 Washington Avenue, Lorain, O. The com- ihe 
pany has also recently opened a Cleveland office and show Mr. Moon Has His Hands on the Southwest. 
room at 25 Euclid Arcade, with J. H. Braddon in charge 
” | take the management of the Louisville house. His busi 
SAMUEL H. MOON RISING IN THE SOUTH. ness acumen was early manifested in his appreciation 
ceinnvatnedhinginese of the opportunities in the South and Southwest, which 
The Moon is now rising in the South, so say the plumb- resulted in the establishment of the New Orleans hous 
ers who have watched the trend of things. of the Ahrens & Ott Mfg. Co. This was promptly fol 
Or perhaps it would be better to say that the influence lowed by another house at Houston, Texas, then one at 
of the Louisville Moon is being felt over much of the Nashville, Tenn., and two years ago the baby of them all 
South and Southwest. was established at Fort Worth 
For from the Louisville headquarters of the Ahrens & Mr. Moon now plays four aces, and they’re hard t 
Ott Mfg. Co., Samuel H. Moon, general manager of that beat; he’ll stand a good number of raises as well. 
use, directs the energies of the company through its As a golf enthusiast Samuel H. Moon is in the fore 


nore recently established Southern branches front. He recently entertained a party of triends at t 





130) DOMESTIC ENGINEERING Vol. LXITI, No. 5 


formal opening of the Louisville Country Club for the A LITTLE STORY OF SEWAGE DISPOSAL. 


Surimet Season, and Was one ot the first to enter the 


; 





Seven years ago one of the best Chicago architects 


- 


Ournament : 
_ : , made plans for a country home for a gentleman who late: 
As president of the Central Supply Association tor sev- le p S y g 


| became president of “Domestic Engineering.” This hom: 
eral years Mr. Moon displayed marked ability as an ex- p st . g 


was supplied with what, at that time, was the most up- 
































ecutive. His quiet yet decisive manner, and eminent fair- +f ) b 
to-date equipment, with running water an umbing 
ness, won for him the respect that has only increased o-date equipme , unning wat d p 
material of the best. 
7? 7} eat . . ed . 
But the architect specitied an old-fashioned bricked-up 
_ — ove cesspool, that seemed at that time to be the thing to 
ees *s ses died : . — . . 
- —— <> 2 use. Plumbers in two nearby cities who made bids tor 
_ s 5 f the plumbing and heating, did not even suggest a better 
| | 
OT Sona > , plan than the old cesspool. 
Oe a \ »> During the seven years the cesspool has given continual 
ontion ail A trouble because in the first place it was not the prac- 
i Gey + tical thing to put on the job. No plumber, in all that 
*ee8e ses . A 
+} eeee ese time, has suggested anything better. A year ago one 





Dodeet Vecsey, wlio tus been sepecneiiinn The Basleary plumber offered as a further suggestion the idea of con- 
Ca Clhevetead ©. om the Paciie Coat, has Week trams structing another cesspool to take the place of the first 
tecred to Central territory and will cover Pittsburgh. Buf- one, without improving the plan itself in the least. 
a eee iil iatonie Cialis It has devolved upon the gentleman mentioned to 
| look up a manufacturer who could offer a suggestion 


a; * Miller, of Ulineline & Company, heating and 


| ; | to meet this problem. The result is that before long 
plumbing contractors of Minneapolis, was a Chicago vis 


a Cameron System of Sewage Disposal will be in use at 


tor last week. and called on some of the jobbers and 
this country home 


manufacturers, favoring Domestic Engineering with “How Plumbers Can Make More Money” is the title 
a visit before returning to the Flour City. _ — ee “es 
of a booklet describing the advantages of specifying and 
(. W. Stevens, who has been identified with the sale selecting septic tanks for suburban and country resi 
of plumbers’ brass goods for a number of years, has re dences and other buildings as manufactured by the Barks 
cently joined the force of The Royal Brass Co., of Cleve- & barstow Manufacturing Co., of St. Louis. 
land, O. Mr. Stevens has started on his first trip with his Their system is known as the Cameron System and 
new line through New York State and the East utilizes the scientific principles of sewage disposal as de- 
Lou Brenan, who is probably better known to the veloped by long vears of study and practical experience. 
plumbing trade through the West as “Uncle Lou” has The Cameron system consists of either ingot iron sep- 
started on his initial trip with the Victor line Mr. Bren- tic tanks or concrete tanks tor which forms are sup 
in is president of the Victor Brass Co., Cleveland, ©., but plied, properly connected and installed by directions of 


even this position can’t keep “U'nele Lou” from packing the manufacturers. 


There is no doubt that there is a live and growing 


demand tor sewage disposal systems among those who 


his grip and visiting his many friends 


| H. Holbrook who has been engaged in the plumbing 


1 Winsted, Conn., for a number of are interested in plumbing in suburbs and country, and 


ind stove business 1 
years, plans in the near future to dispose of his business even in the cities where sewers are not available. That 
and move to Norwich, Conn... where he will be associated this business properly belongs to the plumber is un 
with the Bard Union Co., manufacturers of plumbing and questioned. ‘that the plumber must be informed on 
heating specialties \ brother of Mr. Holbrook is man 


such Systenis and be able to intelligently hgure a 1iob 

ager of the Bard company of this sort is another point that must be considered. 
Phe necessary information is ready in a compact form 

to be sent to you on request. The Barks & Barstow 


ATTRACTIVE POST CARD BY DUNHAM CO. Mig. Co., Pierce Bldg. St. Louis, Mo., are ready and will- 


ing to aid the trade, not only in securing this business but 


The ( \. Dunham Co., ot Marshalltown, Towa, is cir- in making it profitable and satisfactory 
ulating a post card illustrating the new Union Central 
Life Insurance Building at Cincinnati, Ohio, which ts | 
heated by the Dunham System of Vacuum Steam Heat SOLDERED COPPER FLOATS. 
ing fhe illustrations and description sent out with 1 sinenaieiaanene 
at once impress the reader with the magnitude of such Despite all the advertising and recommendations for 
t 1oOb and the de sirability (yt their system tor the purpose solderless Hoats there are many first-class tank makers, 


as well as high class plumbers, that prefer the soldered 
float and from some standpoints their reasoning is sound. 


TRANSACTIONS OF THE EFFICIENCY SOCIETY 


When the joint is properly made and the solder flushed 


. clear into it the joint will not only stand i: yr ¢ 

lhe eftficrency movement, about which so much has been | © 5 | } sient ind 
| strain but the resistance against the action of the ater 
written and said in the past year or two, 1s to many an tion of the watet 


is reduced to a minimum 


enioma. There is now, however, some information avatl 


able of a most practical kind. The Efficiency Society. The Rome Sanitary Co., of Rome, N. Y., maintains that 
with headquarters at 29 W. 39th street, New York City. anyone who believes in a soldered float has a right t 
composed of men in all lines interested in this subject, his opinion and they not only make a solderless float that 


has published volume 1. of the transactions of the society has the perfect and mechanically right designed joint but 
lo non-members oft the society a charge 1s made ( ir- they make soldered floats that have a joint with the 
culars and full particulars can be obtained from the above solder flushed clear into it and they go further and test 
address everyone thoroughly before it leaves the factory. 
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These floats are shipped in bulk or in cartons of one pump which 1s supphed with the outtit \n air pressure 
dozen, the latter being the ideal manner of shipping and gauge at the top of the tank accurately indicates the work- 
stocking both for jobbers and plumbers, as the floats are ing pressure of the brazier. If desired, this brazier can 
protected until the last one is used. be used in connection with compressed air, thus dis- 

Joseph L. Fritz, of 910 Drexel Bldg., Philadelphia, is pensing with the use of the pump. The makers will be 
the eastern representative and Harry Verbeek, 139 N. pleased to send booklet deseribing this new brazier, as 
Clark St., Chicago, Ill, has the Western territory, for well as their line of gasoline and kerosene tire pots and 
the Rome Sanitary Co., on these goods as well as for the torches to those interested, upon application, mentioning 
Rome ball which is said to be a perfect flush tank ball. “Domestic engineering.” 


“THE FAUCET,” A DISSERTATION FOR ARCHI- THE “ELGIN” SHOWER. 
TECTS. 


The elon Brass Co., whose removal trom Cl velana, 


\ copy of “The Faucet,” emanating from Cleveland, QM. to 94 John Street, New York City, was recently an 
Ohio, and vouched for by the Central Brass Manufactur- nounced, has just issued a neat folder illustratine and 
ing Co., whose name appears as its publishers, has inad- describing the “Elgin” shower shown herewit! This 


vertently fallen into the hands of the editor of “Domestic 
Engineering.” He was first attracted by the stylish 
makeup, and then by the readability of this midget jour 
nal. While it 1s published for the architects, it is barely 
possible that the manufacturers of “Quick-Pression Work” 
could be induced to put some of the master plumbers on 
their mailing list to receive “The Faucet” monthly. If 
they refuse after you have mentioned the magic words 
“Domestic Engineering” in your letter, let us know 


AN IMPROVED GASOLINE BRAZIER. 





\ new gasoline Brazier known as No. 105 and illustrat- 
ed herewith, is being introduced to the trade by the Clay- 
ton & Lambert Mfg. Co., of Detroit, Mich. It is designed 
for heavy brazing, pre-heating surfaces, and all similar 
work requiring intense heat, for general repair shop and 
factory use. The improved construction of the burner is 
of special interest, as the generator super-heats the gas 
in an improved manner before it is burned, resulting in 
an intensely hot, concentrated, blue flame about 2 inches 





The “Elgin’’ Shower 


shower is finished complete with 24-inch curtam rin 
6-inch shower head, white duck curtain, rubber tubing to 
connect to faucet, and the necessary screws for installing; 


and the manufacturers are of the opinion that it 1s the 


evreatest value in the market (>T) showet (>] this type 





This is the time of the vear when the demand tor shower 








baths is at its highest, and master plumbers, who are 
A New C. & L. Gasoline Brazier. not familiar with this shower, can obtain tull particulars 
from the manutacturers upon request mentioning “Dom 
diameter at the burner. The burner is mounted on a estic [ngineering.” 


wivel which permits turning the flame in any direction, as 
illustrated, holding it there. An adjustable tripod is also “GRAPHITE FOR THE BOILER.” 


4a part of the complete outfit, on which the work can be 


placed, and this tripod is properly insulated to retain “Graphite For the Boiler’ 1s the title of a new booklet 
the heat around the work. The gasoline tank is 10 gallons dealing with no new discovery. for graphite has been sold 

pacity, made of heavy galvanized steel, with welded to remove scale from boilers for many years. It simply 
seams and thoroughly braced. Ainple air pressure is states in as few words as possible why and how Dixon’s 


. 


easily secured by means of a powerful, compound brass boiler graphite does its work. No startling claims are 
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. ‘ ‘ ‘ 
made, for the subject 1s too old to be sensational. Those 


oO have used Dixon’s boiler graphite, know its effective 


nes They realize how much fuel it saves annually by 
Keeping the boiler tubes and shell clean, and how much 
time and labor is saved in cleaning their boilers But 11 

1 do not use it, read this booklet carefully and ask 
yourself how you can afford to continue the old hammer 


and chisel method of removine scale from borers that 


fhe Joseph Dixon Crucible Co., Jersey City, N. J., wall 


be glad to send you this booklet upon request, mentioning 


A SIMPLE AND INEXPENSIVE GAS WATER 
HEATER. 


+] } ‘ 


\ copper coil heater tor the bathroom, the kitchen, 
the barber shop and elsewhere where a quality product 
manufactured by the Varwig 


Mic. Co 11S (Jpera Place. (¢ incinnati, Ohio The heater 


1. desired 1S the Victor.” 




















The ‘‘Victor’’ Gas Water Heater. 


is neat m appearance, is particularly well built and oc 
cupies very little space, being but 10x16 inches, and 16 
inches high. Full description and prices will be promptly 
sent by the manutacturers upon request, mentioning “Do- 


mestic Eneimeering.” 


Why He Was in the Procession. 

\musing stories of Major Sam Early, brother of Gen- 
eral A. Early, are still told in Charleston, W. Va., where 
he lived tor many years before the civil war. The major 
WaS a bigoted old-line \W hig who hated a Democrat worse 
than a hobo does work. He had in his employ an I[rish- 
man who aped his master in everything—dress, manners 
and politics. 

Prior to a certain state election in which party spirit 
ran high the Democrats had a torchlight procession. Im- 
agine Major Early’s chagrin and fury to behold marching 
in the van of his political enemies Pat, gloriously drunk 

He lost no time in dragging the taithless one trom the 
ranks and heatedly demanded the reason tor his defection 

“Sh!” answered Pat with a maudlin wink, “don’t yez see 


O’im thryin’ to disgrace ‘em?’—Denver Republican 


Briehton, la—Harry White has succeeded to the 
plumbing business of A. Hl. Foss in this town. The 


transfer took place last week 


ENGINEERING Vol. LXIII, No. 5. 


I The \ 54 
Metal Market™ 

















Reduction in Pig Iron Prices. 

Buyers showed little interest in the market and prices 
have declined 25 to 50c. a ton in practically all the pig 
iron producing centers It is generally conceded that 
markets must experience a slowing down tor the time 
it least. The reason tor this is not so much the tarifi 
ir the crop outlook. The new tariff cannot have any ef- 
fect for six months at least. The crop outlook seems to 


be tavorable. On the other hand. the real reason tor the 


slowing down in the iron market is the lack of orders 
from railway companies, but their failure to place orders 
tor equipment, bridges and the hke is not because of any 
lack of work, but solely on account of the difficulty of rais- 
ing tunds and the uncertainty regarding the future. There 
are a few railway managers, unfortunately very tew, who 
are not moping and complaining about past conditions, 
but are going forward and making the best of the exist- 
ing circumstances, who will in the next year or so do 
quite a fair amount of work and it seems that they can 
find the funds to continue their work, but as a general 
thing railway companies, especially their managers, are 


most pessimistic. Quotations are as follows: 


No. 1 Northern foundry, New York........$17.25 to $17.75 
No. 2X Northern foundry, New York...... 16.75 to 1725 
No. 2 Northern foundry, Cincinnatt........ 16.25 to 16.75 


No. 2 Northern foundry, CPRNCARIO.. «oc ccuens 17.00 to 17.50 
No. 2 Southern foundry, Birmingham... 12.25to 12.75 
A Slump in Copper Buying. 

Domestic consumers are not buying copper as much 
as they did a month or six weeks ago. This 1s not be- 
cause of any inherent weakness in the cop-er situation. 
but solely because needed supplies have been purchased. 
Furopean buying is fair. Quotations are firmer at 16.25 


cents 


Tin. 

The market is much firmer and prices have moved up 
wards to a price of 50 ce1ucs a pound, and while the buy- 
ing has been light on account of the rapid advance there 
is much strength to the market, particularly because of 
the strong statistical position, there being comparatively 
little tin here for sale at prevailing prices. The European 
market has been considerably above American parity, 
and this means the exports will be lighter until Amert- 
can prices move up further. 

Lead. 

The market in lead is dull, but prices are steady a 

1£50c, at New York, and 4.35¢ at St. Louis. 


— 





NEW YORK OFFICE MOVED. 


—_—< 


Charles Catania, a well known plumbing contractor « 
New York City, whose office for some time has been at 
9989 First Avenue, moved to 357 East 116th Street, where 
more suitable quarters are now maintained. 

Decatur, Il]L—L. E. Gresley & Co. is a new plumbing 
firm that has just opened for business at 506 North Water 


Street 


~~ 
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Chicago. who has heen callin nt rade im ithern ¢€ al rma 
The legislature at Springheld is contemplating the ad ee Se en TOF eee Pape Te op eee 
visability of passing a vocational education law in Illinois. heavy, and that jobbers who so far have been buying only 
but there is considerable debate as to what particular kind In a sorting-up way are beginning to tall | os pe 
of vocational training in the public schools ig most need chases \ local jobbet whe aters especiallyv te tmntr 
ed The progressive lawmakers at Springfield contend trade, states that his customers who in former years use 
: 
that vocational education must be extended to young peo ick pipe almost entirely are nov — vat : 
ple in the manual industries and trades. If this proposed \s the lattes See tla | | 
legislation passes both houses at Springfield, plumber ay about 100 per cent, itis remarkable that th c 
prentices throughout the entire state will have an oppor not take place sooner; but the new policy woul : 
tunity to take advanced courses in domestic engineering that work of a more permanent and substantia sae 
during certain periods of each week or on certain even Is now bemg don 
ings. Thus apprentices in every fair sized town in thi There ts also a better demand for cast iron. sor nd 
state will enjoy the same educational privileges as have water pipe, especially ae vn 
lallen to the lot of Chicago plumber apprentices municipal imaquiries are com ut 
David Whiteford, chairman of the Sanitary Committee is that of San Diego, Cal.. which has just rec 
it the Chicago Master Plumbers’ Association. announced on about 4,500 tons, ranging tn size up to 30.1n [he same 
recently that he will, in the near future, recommend to city is also figuring on a large amount of sews \ i 
the association that it use its influence in bringing about worl | \necles, also, 1s in the ire or 300 Tt 
better housing conditions in the poorer districts of the ist Iron ber pup nd Anaheim will take bi 
citv. Mr. Whitetord contends that the owners of tens for TOL tons The town of Redlands, Cal., has 1 
ment houses should be compelled 1 law to alter and Contract TOP CXTCTISTVE vaterwort Peay Cet 
improve the unsanitary conditions that now exist in thes 1 1 good sized electric pump plant, and ber 
buildings. Inadequate plumbing and lack of proper ven pipe trom 2 to Po-1 Maytield, Cal.. has tet 
tilation in such dwellings, he’ declares, is a menace to the 1 water system extension, and the ! 1) 
physical as well as the moral health of tenants. let COMTrACT rot " =O Tt ee 
Samuel D. Thompson, a master plumber of Dayton laterals, for a domestti ater svste I cl | 
Ohio, was in Chicago on business a few davs ago be heen complete ind forwarded to Wa 
alled on some of the local supply houses. In speaking water flushin ind fire protectio NI 
of the devastation wrought by the flood in his home city island, Cal. Navy Yard 
and state, Mr. Thompson declared that his fellow crafts thie Ontract Tor 1)! milan thie I 
men were among those who suffered thie yreatest tinan ‘) thre Panama Paci iz Os (91) ( 
ial loss as a result of the tlood lle said that the finan nounced. but a ecall for. bie CCT 
cial aid which has been extended by master plumbers of plumbing, sewer and water pip in the | \ 
Illinois to their unfortunate brothers of the cratt in Ohio building, bids to be opened next weel \l 
1s oreatl appreciated howeves | Pine perimanent buditorin f ( 
the Exposition Company on the 1 ( ente 





of S1.000,000, plat Ss tor which “are ov omple t¢ aid 


+ 
- 


have just been call 


* e Oret ructural wo 
a 1 O { ni a the inquiry for plumbing, heating, kitchen equipment 


will follow shortl, It is a 





San Francisco. call for bids on the new city hall. probabl irvest 

The plumbing business in San Francisco, and in the building ever undertaken in San Frat Ibe out 1 
state as a whole, has improved greatly in the last few iew days. Another important announcement wey A 
weeks. The most evident feature has been the letting of other large addition, 66 by 157 ft.. will be built t , 
new contracts, accompanying a general revival of build Mills building, at an estimated cost of $500,000, Plans are 
Ing throughout the state. Comparatively few of the plumb also under way for an 88-room apartment hous t rears 
ing jobs have been of any great importance, but the total and Jarkin streets, to be equipped with a [« System ol 
volume is large, and figures will be taken within the next burning steam heating outtit 
month or so on some unusually large work. Less obvi J. N. Hood has bought out the interest of H. A. Brisco 
ous but more important in its bearing on the present situa n the Lindsay Plumbing Co., Lindsay, Cal 
tion 1s the beginning of work on many jobs which wert from Ontario, Cal., comes the report that Col. D. B 
aken some time ago, and this has caused a rapid and very Hislop has invented a smokeless heates ! n orang 
‘ratifying revival in the supply trade. orchards, the heating efhciency being mucl reater than 

The demand for merchant pipe in particular has_ in that of the oid style smudge pots, and that, with the co 
creased, causing a rapid reduction of the stocks which operation of P. ¢ Vermilyve the Ontario Chamber « 
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Commerce, a plant will be installed tor the manufacture 
of the new devici 

The town of Turlock, Cal., 1s taking bids tor the man- 
ufacture of 110 strect sign posts, each to be made of 6% 
ft. of 3-in., 3 ft. of 2-1n., and 1 ft. of 1%-in. black wrought 
Iron pipe 

The plumbing tirm of Crawtord & Naye, of Arcata, Cal. 
has been dissolved, J. lt. Naye retiring 

The plumbing contract for the new San Francisco 
building of the kord Motor Company has been awarded 
to Condon & Band, at S6,285 

). k. O'Mara has taken the 
MiIacdonouch estate building on Bush street near Dupont, 
at $2,565. The electric wiring will be done by the Butte 
tngineering & Electric Company for $1,19 


plumbing contract for the 


The lowa burnace Co. has been incorporated at Santa 
\na, Cal., with apital stock of $25,000, by G. L. Wilbur. 
(. RR. Munson, A. C. Black and others. It is reported that 
a factory will be installed for the manufacture of a special 
line of turnaces 


L_Orefon 























Arrangements have been made for the installation of 
a large heating plant in the rear of the Chandler Hotel 
at Marshtield, Ore. with the intention of supplying heat 
to a number ot nearby buildings. 

The capitol building commissioners of Oregon have de- 
cided to locate a $33,000 central heating plant for the two 
capitol buildings at Salem, Ore., on the present capitol 
grounds near the engine room. 


| Washington | 

















Seattle. 

The Simpson-Pepper Co., 314 James Street, has the 
contract for installing plumbing and heating in the S. 
Loeb residence, a three story structure being erected at 
14th and Aloha Streets and garave at the same address 
at an approximate cost of $7,000. This company also 
has the following contracts for installing plumbing fix- 
tures: James J. Malley, 3926 Brandon Street; Leo Schwa- 
bacher, 902 17th Avenue North; and for A. W. Ware, 4410 
Lexington Street 

Che Rautman Plumbing & Heating Co., 617 4th Avenue, 
was recently awarded the following contracts: Plumbing 
and heating in the building of the University Street Im- 
provement Co., at 3rd and  itekeabaiie: amounting to $2,- 
800; the plumbing and heating in the building of the Re- 
alty Leasehold Co., at Broadway and Pike, approximating 
$3,000; installing plumbing and heating in the Times build- 
ing at 2nd and Union, also for like work in the Denny 
building adjoming the Times. These two structures were 
recently wrecked in a fire, also for F. W. Greege at 7359 
i7th avenue Northeast 

The Rustad Hardware & Plumbing Co., 315 First Ave- 
nue, South, has received recently contracts for plumbing 


installation as follows: T. L. Graham, 316 20th Avenue: 
Hi. Beebe. 210° KE. 53th Street: Charles Newberg. 2212 
Fk. 55th Street: H. ¢ lane, 813 Orcas Street and 809 


reas Street; John Yank, 682 Orcas Street; Frank At- 


wood, 122 10th Avenue; D. A. Johnson, 2430 Ist Avenue, 


South: and in H. C. Lane’s two up-to-date 


ines at 662 and 667 Orcas Street. 





residence build- 
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2404 First 
Avenue, has received contracts for installing plumbing 


The Independent Plumbing & Heating Co., 


fixtures during the past few days for the following par- 
ties: Samuel Turner, 337 West 81st Street; James Dar- 
ragh, 419 30th Avenue, North; E. Whicken, 536 North 
76th Street; A. Roundall, 559 North 74th Street; Tom 
Erwin, 4404 37th Avenue, South; Joe German, 6309 Gren- 
wood Avenue; Charles McCanna, 753 North 74th Street; 
Mrs. M. B. Sayre, 314 North 76th Street; C. A. Harris, 
3440 Walnut Avenue. 

The N. Sommers Manufacturing Co. has been incor- 
porated at Seattle, Wash., with a capital stock of $125,000, 
by N. H. Sommers, H. J. Bly and others, for the pur- 
pose of manutacturing oil burning devices. 

The city of Spokane, Wash., has authorized the pur- 
chase of a $500 recording machine to detect leaks in the 
city water mains. 

The city of Tacoma, Wash., took bids this week for 
the construction of a public comfort station at Point 
Defiance Park. 





—— a o_o ee —__ re —_& 


Minnesota 














Minneapolis. 

Work has started to open up and most of the shops 
are getting real busy. The jobbers are stocking up heav- 
ily anticipating the demand to be exceptionally heavy this 
spring. The new postoffice building is progressing nicely 
as well as other large buildings under construction. 

J. Donahue, 4402 Wentworth Avenue, S. was awarded 
the plumbing in the new residence being erected by Chas. 
(GG. Snyder, at 3911 East 50th Street. 

7 M. Jacobson, 
for the plumbing in the new store and flat building ot 
Mrs. Haren Marie Riem at 3050 21st Avenue, S. 

The Hughes Hte. & Plbg. Co., 1514 E. Franklin Avenue, 
They have just closed the plumbing 


3994 Cedar Avenue, secured the contract 


are busy at work. 
in the dwellings of S. O. Breendei, 401 1st Avenue, S., 
Henry Fisher, 402 21st Avenue, S., and O. S. Sendberg, 
2710 E. 25th Street. 

M. J. McGrath, 1415 Third Avenue, S., was awarded 
the plumbing in the new residence of Margaret M. Mullen 
at 2202 Dupont Avenue. N. 

The Minneapolis Plumbing Co., 1420 Nicolett Avenue, 
were awarded the plumbing contracts in the new dwellings 
of Morris McDonald, 2202 Blaisdell Avenue, and C. H 
Conner, 2102 Queen Avenue, 5S. 

P. J. Mooney, 813 W. Lake Street, secured the plumb- 
ing in the new residence of Joseph Thue, 3945 Harriet 
Avenue. 

©. W. Bergholtz, who has charge of the plumbing fo: 
the Board Education, has started his men on the Har 
rison School, at 4th Avenue, N., between Irving and James 
Avenues. The cost will be about $4,000. 

Ed Zimmerman, 2108 4th Avenue S. 1s at work on the 
plumbing in the new residence of Anna Felipek at 614 
Ontario Street, S. E. 

Oscar Johnson, jr., 1609 7th Street, S. I... was awarded 
the plumbing in the residence of Fred Rouch, 619 171 
Avenue, S. E. This is Mr. Johnson’s first year in bus 
ness and he is doing very nicely. 

\. M. Wintheiser, 1209 Dupont Avenue, S., secured the 
plumbing in the new dwellings of Anna Spitch, 3212 Fr 


mont Avenue. S.. and Gust Strom, 543 Newton Avenue, N 
H. Kellv & Co.. 1029 3rd Street, S.. have an abundance: 


of work on hand. besides being hard at work on the fin 
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shing of the plumbing at the Nurses’ Home of the City 
Hospital. They are also installing the heating and ven- 
tilating in the new Harrison School, 4th Avenue, N., and 
the plumbing, heating and ventilating in the new North- 
western Glass Co’s. building at 2nd Avenue, N., and Fifth 
street. 

Hineline & Co., of 211 Fifth Street, So., have secured 
the contracts for the installation of plumbing and _ heat- 
ing systems in the following buildings: The Penny Block 
n Fourth Avenue, South and Franklin Street, Minneap- 
olis; C. S. Brearly’s residence, at 280 Third Street, North 
Minneapolis; the new C., M. & St. P. Ry. depot at Cresco, 
lowa; Dr. W. M. Dodge's new duplex residence at lkarm- 
ington, Minn. 

St. Paul. 

Sam J. Davis, 155 West Third Street, is installing a new 
bath room for R. Bimberg on Rondo and Farrington 
Streets. 

Thos. King & Sons were awarded the plumbing altera- 
tions in P, A. Meier residence at 681 Goodrich Avenue. 
They were also the successful bidders on the plumbing 
and hot water heating in a new residence at Eden Valley, 
Minn., for Rev. J. O. Callaghan, and in the County De- 
tention home at Highwood. 

McQuillan Bros., 389 Selby Avenue, were awarded 
the plumbing contract in a new residence for H. kK. Lee 
to be erected on Summit Avenue. 

R. N. Brooks, 783 Como Avenue, is installing the plumb- 
ing in two new residences being built by the Craftsman 
suilding Co., 821 Commerce Building, R. M. Knox, 589 
Jancroft Street, is installing the hot water heating. ‘The 
Craftsman Building Co. will have plans out in the near 
future for seven new dwellings. 

Bids on plumbing alterations on the Whittier School 
were opened Monday, April 21st. M. J. O'Neil, 60 East 
Sixth Street, was low bidder. He will install 29 closets, 
ik urinals and 2 sinks. 

KF. J. Stahl, 506 St. Peter Street, was awarded the plumb- 
ing contract in T. F. Windere’s residence on Summit 
Avenue. 

J. F. Falty, 927 Tuscarora Avenue, was low bidder on 
the plumbing work in the new St. James Parochial school. 

Robert Schuelle, 212 Goodrich Avenue, was awarded the 
plumbing in the Webb ten flat building at Portland Ave- 
nue and Dale Street. 

Regelsberger & Co., 180 West South Street, are remod- 
eling the plumbing in a flat building at 198 Kent Street. 

Nels Nelson, 1457 Hewitt Avenue, has been successful 
in closing up several heating contracts, among some of 
the jobs closed during the last two weeks are the follow- 
ine: TT. D.Lane’s new residence at Pascall and Lincoln 
\venues, a residence at Lincoln and Albert Streets, seven 
new dwellings on Goodrich Avenue, between Lexington 
and Oxford Streets; new dwelling houses for Gelin Bros.., 
at Laurel and Fairview Avenues; a double house for A. 
Mullencheck, at 585 Selby Avenue; residence for N. J. 
Zook on Carroll Avenue near the River Boulevard; two 
duplex flats for C. R. Hartigan at 350 Reveaux Street, and 
S87 Capitol Boulevard; a residence for H. Solar at 968 
last Fourth Street, and new residences for O. Sternberg, 


1011 Thomas Street; A. Hollien, Selby and Dunlap Streets, 


and Rundquist Bros., 1995 Ashland Avenue. 

fred Brodt, 819 Reaney Street, was awarded the plumb 

contract in the new Lutheran church at Como Avenue 
ind Dale Street 

V. FE. Weyh, 895 East Lawson Street, is installing the 
Plumbing and heating in the new church at Carroll and 


Dale Streets 
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Lynch Bros., Faribault, Minn., were awarded the con 
tract for plumbing alterations in the Brunswick Hotel. 
aawrence Parochial 


—— 


Plans are out for figures on the St 
School and a new public high school at Faribault Phe 


bids on the Grade School have been laid over 

















Lima. 

Practically all of the plumbing establishments of Lima, 
()., have decided to close their shops >T) Saturdays here 
after. The list of the establishments closing 1s Hh. OB 
Chase, The Lima Plumbing and Heating Co.:; Morgan & 
Woods; EF. E. Tuttle; T. B. Johns Co.; Xenia Peters; 
B. Clevinger; Theodore Scheid; North Lima’ llumbing 
Co.; Wilham Corrigan; Terry McIntyre, and The Hunter 
Plumbing Co. 

At a special meeting of the board of education of Lima, 
., bids for the installation of a heating and ventilating 
system at the High School building were opened but no 
award of contract was made. 

East Liverpool.—Bids for the installation of the plumb- 
ing in the new high school building were opened recently 
by the board of education as follows: Caldwell, Semple, 
& Co., Sharon, Pa., $8,995; James H. Frazier, Steuben 
ville, $6,444.50; John H. Tate Co., Pittsburgh, $8,500; Wil 
liam H. Conklin Company, Columbus, $7,526, and the 
Hoffman-Conklin Company, Columbus, $7,198. Bids tor 
the heating and ventilating systems were opened as fol 
lows: Bartlett Bros., Cleveland, $12,832.29 for mechanical 
and air blast heating system; Bartlett-Kennedy Co., Pitts- 
burg, $10,882 for mechanical steam blast system; Caldwell 
Semple & Co., Sharon, Pa., $12,800, tor direct and indirect 
mechanical steam blast system; Columbus Heating and 
Ventilating Company, Columbus, $13,822 for mechanical 
air blast system; with an additional $1,500 tor the Johnson 
service system; The McGinness Co., Pittsburgh, $9,675 for 
mechanical air blast system; and $1,100 for automat 
control, 

Architect Cassius Metsch, of East Liverpool, O., will 
soon be ready to receive tenders for the plumbing and 
heating work in the new $125,000 high school building 


which is to be built in that city this spring. 





Pittsburgh. 
Pittsburgh Plumbing & Heating Co. will move its office 
from 16 Moody Street, N. S., to a more convemient loca 


tion in Real Estate Savinys and Trust Building on led 


eral Street. This is the best office building in Allegheny 
This company has secured the plumbing in four new rest 
dences, being erected on Evergreen Road, by Vm. Zoller 
The contract amounts to $4,000 

T. EF. Scanlan, 1405 East Street is remodeling thre 
plumbing in Capt. Gould’s residence in) Avalon Che 


work amounts to about $5,000 


Ira A. Mann, 18 W. Park Way, has the contract. for 


the plumbing at EF. D. Specks residence, Grosse Point 
Detroit, Mich. The work amounts to $18,000. consisting 
of several bath rooms and many high-grade fixtures 

Wm. T. McKissock, 208 W. Park Way. is doing the 
plumbing at Earnest Hillman’s residence and varage on 
Midland Road, amounting to $6,000, and is now complet 
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the plumbing Hu M. Irwin's residence at Cur- 
ensville, Pa ne country residence with three bath 
ma tore nm ever©r' tye d root, T { work 
’ nec , ~? mijt) 
M Burke 1k?4 Bright Ral is remodeling the 
plu 35 OV Marke Street. for the Sout! 
( 
| : © White, 1827 Perrysville Avenue 
- ere more Ss S. White Mr. ¢ rson severed fis 
| { ! ti 1 na is now engaged in the real 
tate bu n klorid Mr. White predicts a very 
prosper s yeal | it figuring lots of work. He has 
Cures ti piu 1 Contract tor Clarence Burleigh’s 
ence and garage (ot North Negley and Wellesl 
treets< 
f MM - ey Business \ssoctiation it East 
re ‘ittsburs rs nad Cimity held 
a Cptiol and euchre party one night last Wee! it 
Homewood Auditorium, 7220 Kelly Street \s this 
vas the first affai t the kind the association has ever 
eld Liie membet orked hard te make it a success 
kuchre, for hich large number of handsome prizes 
ere procured, began at 9 oclock and there was dan 
7 intil 1 o'cloc} fhe association 1s composed of all 
the leading master plumbers in the East End district 
Ca ge W. Rodeoe vas chairman ot the reception con 
ittee and the members the various other committees 
ae \ Receptior f,eore:e Sheets chairman | 
lat W. J. k-Ikins, Mack Snively, Roger Addy, George 
bh. Stewart, Harry Harrison, John Cowley, John Provan 
(harles All in, Woalhia bovd, George Kress, Robert 
lendet hk A. DeSimone, Frank Lannigan, J. \W. Smit! 
! |) stanton | I Paul is in charge fh the 
euchre and his assistants were J. FF. Cain, J. M. Drum, |] 
D. Dudley, J. H. Burke, J. R. Bentley, R. W. Davies 
Ss M. Dick, D. RB. Smith. Georve ] Schade, | \\ 
Vogel ind H IX Wicks Scheib and | | lianleys 
VCTt il the head Oy! the luncl Committee, issisted hy 
lames Revnolds (harles Ruftineg ‘ Lawrence ind 
I] Mic Adams \\ Rodger iliac) ' ind =| [vist is 
1 charoe Ot the do T 
—— OO oe Oe — oe Oe 
M | 
| Massachusetts : 
om > o . l << << << am am: es, 
Boston. 
hie Mi; ASLO! Phy crs \ssociation Boston at its 
reoutlal meeting held iast week elected the following 
members as delegates to the National Convention which 


is to be held in Philadelphia, in June. Recognizing the 
bility, the valuable service and the untiring efforts with 
which the two past national presidents have honored the 
association, it was the unanimous vote of. the meeting 
that D. G hinnerty and David Craig, past presidents, hye 


chosen delegates Mr. P. J. Sullivan, president, was 


selected to act as chief of the delegation The delegates 
elected are P. A. Lang, FE. C. Kelley, C. H. Cronin. 
I. W. Cox, J. S. Cassedy, L. W. Stevens, F. B. Connor. 
©. C. Poole, J. W. Zerringer, W. P. Jones, Charles Tuck 


Shannon, 
\lte 
P. Bresnahan, M 
rank 


W. | 


er, Daniel J. C. Kelley, N. J. Kelley, A. A. 
rnates: J. P. Perham, J. Larraway, L. 

\hern, Mahon, D. | 
Tute, A, F. Curtin, A. E. 
Arkinson, D. T. William 


Thompson 
Thomas Keefe, 
Touchet, 
Nason 


bonney, T. J 


Harrington, 


\n interesting question has been raised through the 
arrest and conviction in the lower court of Louis Gart of 
the plumbing firm of Gart & Co., who was fined $25 on 
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a charge of doing plumbing worl. without being duly re; 
istered. Gart pleaded not guilty, his contention bei 


believed that he wa 
The 
put 


license and he 


had 


some 


that his partner 
that account questio 
work 

evidence submitte 
pipe togethe: 
speaking plumbin 


entitled to d work on 


qjt) 


constitutes plumbing was up 


The 


pieces of 


of just what 
ludge Murray as a 


' ' ‘ . . 1 . 
showed that Gart had put 


result 

two 
He claimed that this was not strictly 
Murray found hi 
appealed 


m guilty as charged an 


Besa: Basal 
WOTK wut Wace 


orde red a (;art the case to tl 


SuUpCcrio;4;£ Court. 


‘ 7 
and gasthitters are much 1n 


Mastet plumbers 


1 
terested in the 


Lynn 
Deshon, () 
obligatory 


and to create 


ordinance proposed by Judge 


and gas fitters’ union, to make it 


Lie steam 


that all ijournevmen gasfitters be licensed 


masters have ex 
the 


urging the 


gas inspector. Several 
appe 


matter 1S 


the office of 


pressed their intention ot aring before city gov 


ernment when the taken up and 


adopt 


| R Rhode I 


Both hy 


of the ordinance 


ion 





whaad 


—a a 5 SB 











ranches OT the City eovernme}n! 


ad 


special committee to 


Prov rele nce 


yption of a resolution empow 


the 


have concurred in the 
ering a Joint arrange for con 


public comfort station 
The 


special committee 


-truction otf an underground 


in expense not to succeed $22,000 resolution reads 


“Resolved, That the joint on pub 


lic comfort stations is hereby authorized and directed to 
stablish and construct an underground public comtort 
station at the we sterly end of Exchange place all in con 


junction with a waiting station to be erected by the Rhod 


Island Company, provided the cost of said comfort sta- 
tion ready for use, including cost of plumbing, heating 
ind ventilation, lighting and furnishing shall not exceed 
$22,000, which sum or as much thereof as shall be neces 


sary 1S hereby ypriated, the 


publi 


appr same to be charged to 


the loan account tot comtort stations authorized 


vy the citv council.” 


ear ee o_o, 


Connecticut 


i a_i oS o_O 


Bristol—E. C. Morrisey has moved his plumbing shop 


Street to 53 State Street where he has large! 


Irom Hope 
and better 
field 


purchased 


quarters 
Michael 
the 


William H. Ryai 
the late M« 
Hibbart bu ld 


Ridge and 


MeGlynn 


have plumbing business of 


Glynn Co., whose headquarters was in the 


ing on Main Street. Mr. McGlynn, who was a member 0} 
the old firm, will take entire charge of the plumbing and 
* heating contracts while Mr. Ryan plans to remain in th 
store and care for that end of the business. The new 
firm will known as MeGlynn & Ryan. The firm plans 


to carry a good line of stoves, ranges, hardware and cook 


ing utensils 

Meriden.—David I. Frank H. 
opened a plumbing and tinsmithing establishment at 31% 
Main Street. 


Keegan and Ives hav: 


they plan to organize and incot 
Mr. Keegan 
William B. 
the 

the 


Mr. 


last [Later 


porate a stock company. was for many 


years employed by the late Cashen and late: 


associated with plumbing firm of Cashe1 


When 


Cashen 


he became 


Cashen. firm was incorporate: 


Mr. 


alone 


Keegan & 


after the death oft Keegan decided to & 


; - 
OUsiness 


into 
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Busines sVontures- 


Kk. Murphy has 
Mechanic Street 
Pete I 


tablishment at 











Freeport, I11.—J. 

| 101 
Sheboygan, Wi: 

plumbing e- 
lremont, 


opened a pil 
establishment at 
RR idemacher has 
Michigan \venue 


Sheehan has opened cl plumb 


G20) 
() —Cornelius 
L309 
Wom. 


ishment 


ing establishment at Street in this tow1 


Minn 


plumbing estab 


sycamore 
\Wolt 


, 
tive 


. ' , 1 } 17 | 
St. Peter, has opened an up-to-date 


Street, 
Klein, Tl 
plus 


William J 


bing 


King 1s 
to open a establishment at 61 River Street in 
this city. 


Wve 


firm which has just 


french Ww \nderegey Is the 
urchased \\. { { 


Building 


Sheridan, 
new heever 
business in the 

(rk. 
| 


nas ust started in 


in this city 
Ww Supply Co. 
Lone, 


ing Key ir s 


The 


business 


Plumbing 
here. | ( 


) ca 1 i 
Rogers, Ark... 1s manager ot 


(;sravette. (;ravette 


formerly 
in the plumbing business at 


the new company. 


Billings, Mont.- LL \\ Sanderson and \\ \ Kaun have 
formed a partnership and purchased Richard Sherwood’s 


siness at the corner of First Avenue and Thit 


tieth North 
Rochester, N. Y.—Thi 
incorporated with a capital ot 
Downs, Kk. M 
George L. May. 
Kansas City, Mo. 
Heating Co. has 
The 
K. Banzhop and R. Shore 


1 } | J l 
(Cleveland. © Lhe 


plumbing bu 
Street, 
Downs Plumbine Co. has 
The 


Downs. tlarrv Van Alaaren 


BO ,000 Incorporators 
are: Timothy 
and 
The Ft 
it orporate d 


Henry D 


Plumbing & 
with a capital ‘ ? 


Fulmer. 


iimer-Banzhop 
been 
$2 O00. 


(7EO!1 r¢ 


Incorporator: are 
Embe Plumbing Co., of this city, has 
capital of $10,000. The 


l!. Manger. ©. E. Kraus. | 


mcorporate d with a 


been 

porators are: ©. ©. M; 

FE. MeMasters and A. S 
St. Louis, Mo.—The 


of this citv. has been 


irtens, 
INK rau- 

Plumbing & 

Incorporated 


l | 
ram ‘ 
homas 


(;eneral 


$4,000 The in 
Delaney 

Canton, Ill 
which has just 
New Home 


firm are Peter 


orporators are 
and Michael Delane \ 
Buckley & 
opened a plumbing 
Telephone Bldg 


Buckley and J. S 


Bowen Lie nalnie (yt = new 
establishment in 
‘f 

Phe members of 


Rowen 


Memphis, Tenn.—Bartz & Pfemfert is the style of 
new plumb eating and gas fitting firm. which has 
just started in business at 121 Poplar Avenue Phe firn 
consists of J. E. Bartz and J. F. Ptemfert 

Clinton, la—VParker & Johnson 1s the name of a new 
firm which has opened a plumbing establishment at 210 


\venue in The 
Parker and C. E. Johnson, both practica 
New York, N. Y.—The Holland 
Incorporated with a capital of $10,000, to install h 
The incorporators John J 
Windas and S. M. Vernes, of 537 


Brooklyn. 


Seventh this city firm 1s composed of H 
| plumbers 


Hleating (Oo has been 


eating 


Skiffineton. 


\ve 


Systems. 
Thomas F 


nue, 


aTe 


Lincoln 


The 
husiness 1n 
President. S. W. 


treasurer, ] B. 


Plumbing . 4 
The « 


Bart 


,remond., Tex. Bremond Tinninge & 


has started in this town ificers of 


the 


just 


new company are Kowi1ak 


secretary and Starhowiak; manage 


harles Kuebler. 
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A Word to the Wise 


You have tried them all, now try 


THE WALL 


and be convinced that all ball- 
cock troubles can be eliminated. 
The very best for repair work 
and should be 
specified in 
every new tank 
you order. Fits 
any tan k, 
works under 
any pressure 
and is sold 


under an ab- 


solute GUARANTEE. 

















Write at once for our descriptive matter 
and special prices to the plumber. 


Noiseless Float Valve Mfg. Co. 


218-17th Street, Rock Island, Ill. 
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~~ 
PORCELOID— 


The Original and Durable covering for bathroom fixtures. 
Illustration shows our No. 1 Pattern Cowan Open 
Seat in White PORCELOID Finish, for Standard 

Bowls. 
One of the many patterns we keep in stock. 
PORCELOID will not peel, chip off or discolor. 
Our catalog is yours for the asking. 


SANITARY SPECIALTIES CO. 
1836 E. Clearfield Street 





PHILADELPHIA, PA. 
PORCELOID is the whitest white you ever saw 








valve, a cap to adjustably engage the cup portion of the 
operating lever and adapted to bear upon the valve holder 
to adjustably regulate the contact of the vaive with its 
seat, as described and set forth. 

1,054,246 Pipe-Vise Post. Henry L. Stauffer, Lans- 
dale, Pa. A pipe vise post comprising a lower tubular 
member having an externally flanged upper end, a base 
for the lower end of said member, an upper tubular mem- 
ber externally threaded and having its lower end freely 
movable in the lower tubular member, an engaging head 
on the upper end of the upper member, a collar having a 
threaded bore engaged on the upper tubular member and 
an enlarged circular rabbet portion in its bottom rotatably 
mounted on the flanged end, means for rotating the collar 
to raise or lower the upper member and set screws oper- 
ating through the collar and engaging the lower tubular 
member beneath the flange to hold the collar against dis- 


placement and against rotation if desired. 


Plumbing Deparment. 
flushing Apparatus. Edward Kersey, Chi- 
cago, Ill. The combination with a closet having a hinged 
seat; of a flushing apparatus comprising a supply tank, 
a casing connected to the tank and discharging into the 
closet, a valve controlling the flow from the tank, a recip- 
rocatory stem working in the casing and projecting there 
from, valve operating means on the stem, a spring en- 
vageable with the stem for moving the stem in a direc 
tion to open the valve, and a finger on the seat engage 
able with the projecting end of the stem for moving the 


stem in a direction to compress the spring 
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Water-Heater. 


(al. In a water heater the combination with a reservoir 


Charles A. Borein. Oakland. 


of a conical water jacket, having a corrugated inner sur 
face, and terminating in a threaded spud screwed into 
the bottom otf the reservoir; a passage leading from the 
top ot the water jacket to near the top of the reservoir, 
and a passage leading from the bottom of the reservoir 
to near the bottom of the water jacket; an annular burner 
attached to the lower edge of the water jacket and 
adapted to discharge its flame against the corrugated in- 
ner wall of the water jacket; a vent opening through the 
apex of the conical water jacket; a flue clamped over said 
vent opening; a bridge formed across the Opening of the 
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vent, adapted to receive a pedestal; a drip pan mounted 
on the pedestal, beneath the said burner; inlet and outlet 
service to said reservoir. 

1,053,213. Liftable Bubble-Fountain. Irederick George 
Partington, Coeur d'Alene, [daho. In a device of the 
character described, the combination with a sink, of a 
bracket supported above said sink, said bracket termuinat- 
ing in a horizontally disposed ring like member located 
above said sink, a dipper like cup member comprising a 
cover having a discharge nipple therein, an annular rib 
extending around said cup member adapted to seat upon 
said ring like member, a flexible supply tube connected 
to the bottom of the cup like member, and a handle upon 
the cup like member, said supply tube passing through the 
ring like member when the cup member ts lifted there- 
from. 

1,053,058. Sanitary Drinking-Fountain. Philip Mueller 
and Anton C. Schuermann, Decatur, IIl., assignors to H. 
Mueller Mfg. Co., Decatur, [ll., a corporation of Illinois. A 
drinking fountain comprising a nozzle having a vertical 
outlet for a drinking stream, and a chambered member 
concentric with said outlet having a series of inwardly 
inclined holes therethrough above and concentric with 
said outlet for the emission of a number of small pro- 
tecting streams directed tangentially toward the drinking 
stream and below the top of the same. 
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1,052,761. Means for Soldering Aluminium. Carl Ed 
uard Steinweg, Ludenscheid, Germany. A soldering stick 
consisting of a substantially linear body of soldering metal 
consisting of a rich aluminium alloy and a flux composi- 
tion connected thereto, the flux composition being con 
tained in a metal receptacle and comprising components 
of different melting and volatilizing points capable of dis- 
solving oxid of aluminium. 

1,053,075. Combined Stop and Drain Valve. Charles 
Walker, Knoxville, Tenn. In a compression stop and 
drain valve construction, a casing having an inlet con- 
nection and a drainage opening, a pair of valves for said 
connection and opening respectively, operative connec- 
tions between the valves, the valve which controls the 
drainage opening being operable to open subsequent and 
to close prior to the corresponding closing and opening 
operations of the other valve, the latter comprehending a 
movable stem and spring pressed valve means carried 
thereby and relatively movable thereon, the stem having a 
houldered projection below the valve means and adapted 
to work in the discharge end of the inlet connection, and 
a threaded connection between said movable stem and the 
head of the valve casing. 

1,053,303. Flush-Tank for Water-Closets. William F. 
lLawrenz, Duluth, Minn. A ventilator for water closets, 
omprising a flushing tank, a siphon therein and in com- 
munication with the flushing pipe, a chamber in com- 
1unication with the upper end of the siphon, means tor 
losing the communication between the chamber and si- 











NOPACK FAUCETS 


have stood up under the most severe tests 
of every character for the past four years. 


WILL 
NOT 
LEAK 







Adjustable Set Screw Flange 
NOPACK Plain Bibb No. 250 


No Top Bibb Washer No Stutfing Box 
No Loose Handles 


NOPACK 


Absolutely Guaranteed 


NOPACK BRASS MANUFACTURING COMPANY 


Du Bois, Penna. 





























Put up in dozen lots for easy handling by jobber 


SOLDERED FLOATS 


There are many people who prefer them to the 
Solderless. 


We want these people to know that we make the 
BEST SOLDERED FLOAT 
Every one tested before leaving the factory and 
warranted. 

WE ALSO MAKE SOLDERLESS 
ROME SANITARY COMPANY, ROME, N. Y. 


Western Sales Agent | 
Harry Verbeek, 139 N. Clark St., Chicago, II] 
Eastern Sales Agent 
Jos. L. Fritz, 910 Drexel Bldg., Philadelphia, Pa 
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Behind A Trade-mark 


IF TY-FOUR years of 

consistent effort to 
produce the best Sanitary 
Ware ought to show in 
the product. 


How well the fifty-four vears, 
during which we have been 
making White Vitreous 
China Sanitary Ware, have 
been turned to account 1s not 
for us to sav, but—our_ pro- 
ducts are teatured by the 
leading supply houses 
throughout the land, and we 
operate the largest individual 
plant in the country. 


a 
The Anchor There 
means 


Qualit y Ware’ 
+ 





Thomas Maddock’s Sons Co. 


Oldest Sanitary Potters in America 


NJ.U.S.A, 
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phon and a water supply pipe for said chamber and in 
jecting the water across the upper end of the siphon caus 
ing an upward suction of air through a portion of thi 
siphon and the Hushing pipe. 

1,053,369. Gas-Controlling Mechanism for Instantane 
us Water-Heaters. John Ellis, Pittsburgh, Pa. In ar 
instantaneous water-heater, the combination of a cham 
ber in the gas line, a thermostat tube connected thereto 
1 thermostat rod projecting trom said tube into said 
chamber, a gas controlling valve in said chamber, a seat- 
Ing’ Spring engavring said valve, a lever rest loosely seated 


in said chamber, a primary lever tulcrumed upon said 


rest and adapted to he operated by the thermostat rod 
and a secondary valve-raising lever fulcrum upon said 
and operated by said primary lever 

1,053,370. Water-Heater. John Ells, Pittsburgh, Pa 
In a water-heater, the combination of a gas controlling 
e thermostat mechanism tor opening said 
vas valve, and an automatic water controlling valve pro 
vided with a spring adapted to operate on the water 
alve and also adapted, when said water valve is in its 
normal position, to exert pressure upon and hold the gas 


‘ 
‘ 17 
«i iil fast] 


position 





1.053. < 





1,053,396. Sewage VPurttication. Carl Imhoff, Essen-on 
the-Ruhr, Germany. The process of treating sewage to 


effect its purification, which consists in conducting a pre 
determined quantity of sewage to a predetermined point 
and separating the grit therefrom, conducting the ri 
mainder of such predetermined quantity to a different 
point and removing the sludge therefrom, conducting any 
over-supply of sewage to a different point and separat 
ing a material part of the water therefrom, then conduct 
ing the remainder of the over-supply to the first-men 
tioned separating point, removing the grit at such point, 
and finally conducting the remainder of the over-suppls 
to the first-mentioned sludge-separating point and remo\ 
ing the sludge therefrom. 

1.054.024. Device for Preventing the Freezing of Wa 
ter-pipes. Charles L. Orser, Fitzgerald, Ga. The combin 
ation with a water conduit tor containing water undet 
pressure, of a device for preventing the freezing thereot 
including a metal supporting member, a coupling membe! 
connected to the upper end thereof and for engagement 


with the water conduit, a fragile tube of less tensil 
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strength than the water conducting pipe mounted concen- 
trically with the supporting member and having its upper 
end disposed within the coupling of the supporting mem- 
ber, and a cap fitting upon the lower end of the support- 


ing member and sealing the lower end of the tube 
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1,054,306. Drinking-Fountain. Philip Mueller and An 
ton C. Schuermann, Decatur, IIl., assignors to H. Mueller 
Mfg. Co., Decatur, Ill., a corporation of Illinois. A noz- 
zle for drinking fountains comprising a hollow body hav 
ing an exposed, relatively broad closure covering its out- 
let end through which is formed a central orifice for emis- 
sion of a drinking stream, and a plurality of radiating wa- 
ter passages also formed through said closure and sur 
rounding said central orifice tor the emission of a nozzle- 
protecting water curtain, both said central orifice and 
said radiating water passages arranged to discharge wa 
ter in substantially the same direction. 

1,053,906. Instantaneous Water-Heater. Reynolds C 
frampton, Pittsburgh, Pa., assignor to Pittsburgh Water 
Heater Company, Allegheny, Pa., a corporation of New 
Jersey. In combination in an instantaneous heater, a se- 
ries of heating coils, arranged one above the other and 
consisting of a continuous tube, a’cold water inlet to the 
upper heating coils, a burner, a thermostat casing, a 
thermostat therein for controlling the supply of fuel to 
the burner, and a pair of connections between separated 
points in the casing to the lower heating coils at different 
elevations so arranged that a continuous circulation is 
secured through only the thermostat casing and through 
the lower portion of the coils lying between the said con- 
nection. 


1,054,572. Shower-Bath Apparatus. John Edward 
Langley, Charleston, S. C. An apparatus of the charac- 


ter specified, comprising a pipe composed of two sub- 
stantially parallel portions of unequal length connected at 
one end, the free end of the short portion having means 
tor connecting it to the common inlet of a bath tub, a 
second pipe slidable at one end in the long portion of 
the first pipe and rotatable with respect thereto, said sec- 
ond pipe having a pair of diverging branches at the other 
end, said branches curving outwardly and again inwardly, 

T connecting the free or outer ends of the branches 
ind rotatable on the branches, and a spray head con- 
ected to the lateral branch of the T, and means for se 
uring the said pipes in adjusted position. 
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CAMERON 
















DIZPU5AL 


PATENTED 





Septic Tanks for Residences! 


MADE OF 


Reinforced Concrete 
or Pure Ingot Iron 
THERESULT OF 14 YEARS EXPERIENCE 





Plumbers can make good profits in- 


stalling Cameron Systems. 


SEND FOR BOOKLET 
“How Plumbers Can Make More Money” 


BARKS & BARSTOW MFG. CO. 


Pierce Building ST. LOUIS, MO. 


























Mr. Contractor 


We are going to give you 
in this space throughout 
the year some pertinent 
facts with reference to 
your business and ours. 


We are going to tell you 
about the efficiency, the 
economy and advisability 
of installing the 


VANAUKEN 


SYSTEM OF VACUUM HEATING 


These talks will be worth 
your while. Watch for 
them, and, in the mean 
time, get catalogue No. 6. 


CONSOLIDATED ENGINEERING 


COMPANY 
CHICAGO 
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Situations Open. iron stan utt 
——____—— fifty cuts Apply to H. E. Muller & Son, Pe -~ . A ee of a 
es . . No. 173 Court St.. Brooklyn, N. Y. ound of the erent oO cients ef 
WANTED—AN EXPERIENCED WATER 1-26—5-3 Friction, by Isaac Chaimovitsch, M. B 
Heater Man to take charge of branch i. Price 50ec Postpaid. 
iffics Excellent opportunity for man of POR SALE \ PLUMBING AND TIN 
ability. Address Box 951, care of ‘‘Domes- SHOP. established ten vears. First ee 
tic aR weer en ' Chicago 4-12-19-26 lass opening for two men. Address Box SEWAGE PURIFICATION AND DIS- 
46. Bartow. Fla posal. By J. J. Cosgrove. An _ ex- 
= cone — haustive and reliable work on this vital 
SALESMAN WANTED FOR TEXAS BioSINESS OPPORTUNITY.” CON- subject. Fully illustrated. Bound in 
territory Men experienced in selling trolling interest at inventory value. in cloth; postpaid, - 
Plumbing and Heating Supplies Give L prosperous steam and hot water heat- a Sates ee 
reference and record in first letter. HIG- ing business of twenty vears’ su ceasful 
GINS COMPANY, SAN ANTONIO, TEX- career. Incorporated for $4,000. On ac- HISTORY OF SANITATION, By J. J. 
AS tf count of ill health. Jefferson Heating Cosgrove. History of the plumber’s craft 
(7G). Jeffey on City Mo ee: 10) from the time of the primitive man up 
— to our own day. 88 illustrations. Bound 
WANTED—SEVERAL SALES MEN in cloth; titans nisin 
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ire of “Domestic Engineering,’ Chicago, ve ’ ik “arp ARTMIEN®. OF FICE TRACTS. By J. J. Cosgrove. Contains 
1-19-96 5-2-10-17 of the Supervising Architect, Washing- much cine OR < information for the mas- 
, ton, DD. w., April li, 1913. Sealed pro- ter plumber, pointing the Vay to con- 
posals will be received at this office until duct the business of plumbirg in_ busi- 
3 o'clock p. m. on May 28, 1913, and then ness-like manner. Bound in cloth; 210 
Situations Wanted. opened, for two new _ high-pressure, pages; 5%x8% in.; postpaid, $3. 
water-tube boilers, etc., at the Bureau of - 
iMngraving and Printing, Washington, D. 
VANTED—SITUATION BY PRACTICAL C., in accore Gance with the specification A PRACTICAL MANUAL OF STEAM 
— plumber ifh plumbing supply house and drawings enumerated therein, copies AND HOT-WATER HEATING. By 
Phorouchi!l posted in plu bir heating of which may be obtained at this office, I. R. Pierce. Authoritative treatment 
nd brass goods Rest of reference Will at the discretion of the Supervising Arch- of the subject for the everyday steam 
consider nsid Or traveling salesman itect. O. Wenderoth, Supervising Archi- and hot-water fitter. Brings forward 
proposition, — \ddres Ox 6, care of tect 4-26—5-3 fundamental principles by which conflict- 
Domest engineering,’ Chicago ing tables are reduced to an easily un- 
TREASURY DEPARTMENT OFFICE derstood and common working basis. 
Of Supervising Architect, Washington, Overthrows false ratings and creates a 
Py ©, Aprii 22, 1913. Sealed proposals new era in heating values. Cloth, 5%x8% 
Miscellaneous will be received at this office until 3 in., 359 pp.; postpaid, $2.50 
oclock p. m, on Ma 20, 1913, and then 
SELI, YOUR SUR TS ROTTP —— opened, for a new air-lift pumping plant, ~_ , 
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